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Stores Purchase 


Health Services Department 

TENDER NOTICE 

No, 5/2009/HDG/DCC. M fogut 2K9. 

Scaled and superscribed tenders in the prescribed forms arc invited for the supply of Apex Locator and 
Endomotor with Handph.ee for the Department of Pcdodontics and Conservative Dentistry Dental College, 
Kozhikode. Tender forms can be had from the Office of the Secretary, Hospital Development Committee,' 
Dental College, Kozhikode direct on payment of Rs, 570 and by Registered Poston payment of Rs. 610 
by Money Order . Tender forms should be superscribed as No. 5/09/HDC/DCC and addressed to the 
Secretary, Hospital Development Committee, Dental College, Kozhikode, Kerala-673 008. The last date 
and time for receipt of tenders is 4 p.ra, on 15-9-2009. Late tenders will not be accepted. The tenders 
will be opened at il a.m. on 16-9-2009 in the presence of tenderers or their authorized representatives 
who may be present at that time, Tender forms arc not transferable under any circumstances. Sale of tender 






forms by post will be closed on 27-8-2009 at 3 p. m. Cheque, Drafts, Postage Stamps etc. will not be accepted 
towards the cost of tender forms nor will the forms be sent by VPP. Duplicate copy of tender form can 
be had on payment of Rs. 285. 
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Specification 


57. Afe. Items 

1 Apex Locator—2 Nos. Large Color Display, progressive sound control for dual control, powered 

by rccharg.iblc batter/, multi frequency tec'mlo;,/ in all types of canal condition, 
fully automatic, 

2 Endomotor with Hand piece—2 Nos. Hand piece with ON/ OFF switch, rechargeable battery, 

optimal torque and speed range for Ni-Ti files, large LCD, Auto reverse 120- 
8 00rmp, Torque control 0 .6 to 5.2n.cm 

Important 

The tenderers should sent along with the tenders an agreement executed and signed In Kerala 
Stamp Paper worth R». 50 (Rupees Fifty only) and an EMD @ 1% of the total cost of the items tendered for. 
Tender* without agreement and EMD will be rejected outright. Specimen agreement is annexed to the 
prescribed^ tender form. Stamp paper will be supplied to firms outside Kerala on request along with a 
remittance of Rs. 90 (Rupees fifty towards the cost of Stamp Paper and Rs. 40 as incidental charges) by 
Money Order. Brand name of the item quoted should be mentioned. 

Hospital Development Committee, (Sd.) 

Govt. Dental College, Koahikod-. Sftreiary. 


